Winston Inflatable Specifications 


\Aflnston Pack Inflatable: 

Size 

• 8.5‘L x 3.5’Wx 15’H (Inflated) 

• 26” L X 36” W X 16” H (un-inflated folded in bag) 

Weight 

• 65 lbs (Folded in bag) 

Accessories 

• 110 volt internal blower 

• 50’ electrical extension cord 

• Tethers 

• Ground stakes 

• Hammer 

• Ground tarp 

• Storage bag 

• Instructions 


Winston NASCAR Showcar Inflatable: 

Size 

• 24'Lx8.5’Wx7’H (Inflated) 

• 20’ L X T W X T H (Inflated Surgeon General Warning Statement) 

• 32” L X 20" W X 20" H (un-inflated folded in bag) 


Weight 

• 154 lbs (Folded in bag) 
Accessories 

• 110 volt internal blower 

• 50’ electrical extension cord 

• Tethers 

. • Ground Stakes 

• Rope ratchets 

• Hammer 

• Ground tarp 

• Storage bag 

• Instructions 


Source: https://www.industrydocuments.ucsf.edu/docs/lzmn0000 


51852 7112 


To. Duszynski, R, Noonan. R, Ridge. Robert. Burrows. Robert. Westenberger, R, Keeney. David, Smith, Richard A.. 

Jurgensen, Kurt T., Leonard, John M,, Norris, Chuck H„ Macleod, Stephen, Eckardt, Diane C, 

From; 1610 - Buffalo ROD (BRZEZIE) 

Posted; 7/10/97 11 ;23 
f Opened; 7/10/97 11 ;23 

Subject: FWRD: Winston Pack / Showcar Inflatable 


Fon/varding the following as information. 
SRM 


===================; <Forwarded Letter> =============== 

From; Cook, Floyd E. 

To: 1610 

Subject; Winston Pack / Showcar Inflatable sped 
Posted: 07/09/97 23:11 
Priority: Normal Priority 

The following attachment list all necessary specifications for both the 
Winston pack and show car inflatables to include the size. weight and 
accessories. 

If additional information is needed, please feel free to call me. 


Floyd Cook, EXT; 3466I[ WINFLAT.DOC : 4615 in W1NFLAT.DOC ]] 


CC: Derose, Darren 


Source: https://www.industrydocuments.ucsf.edu/docs/lzmn0000 


51852 7113 



